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REGISTERED   PROFESSIONAL  ENGINEER     DATE 


VICINITY  MAP 

GENERAL  NOTES 

1.  ELEVATIONS  OF  VICINITY  MAP  BASED  ON  1927  NORTH  AMERICAN 
DATUM   (NGVD). 

2.  PURPOSE  IS  TO  PROVIDE  ADDITIONAL  SPACE  FOR  EXISTING  HOSPITAL 
SERVICES.   TO  REPLACE  HANDICAPPED-ACCESSIBLE  RECREATIONAL 
SPACE  LOST  TO  FIRE  IN   1984.  AND  TO  ENCOURAGE  PUBUC  USE  Of^   THE 
PIER  VIA  PEDESTRIAN   WALKWAY. 

3.  VICINITY  MAP  IS  A  PORTION  OF  THE  U.S.G.S.   QUADRANGLE  7.5  MIHUTE 
SERIES  FOR  BOSTON.   SOUTH 


SPAULDING 
REHABIUTATION  HOSPITAL 

CITY  OF  BOSTON  (Suffolk  County)  MA. 

PLANS  ACCOMPANYING  PETITION  OF  THE 

SPAULDING  REHABIUTATION  HOSPITAL 

TO  CONSTRUCT  A  NCR71CAL  AOWTWN  ABO>€  THE 
OOSTIHC  EAST  WMC.  CONSTRUCT  A  Pt£-  SUPPORTER 
T1i»ER  PKR  AND  PHOIIGNTOHY  ON  THE  CHA8l£S  WT 
AND  CONSTRUCT  A  PEDESTRIAN  \*WLKWAY 
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ADJACENT  PROPERTY  OWNERS 

(T)     MASS.   GENERAL  HOSPITAL 
FRUIT  STREET 
BOSTON.   MA  02114 
MASS.   BAY  TRANSIT  AUTHORITY 
10  PARK  PLAZA 
BOSTON,   MA  02116 
COMM.   OF  MASSACHUSETTS 
DCPO 

ONE  ASHBURTON   PLACE 
BOSTON,   MA  02108 


EXI5THG  PILES 
AND  fTLL  D.P.W. 
UCEN5E  NO.  1177-/ 
01^1303 


EXISTING- 
CONCRETE 
WALKWAY 
DEQE  #1111/ 
C11843 


NASHUA   STREET 
■RELOCATED 
DEQE#  1G6G 


EXISTING 
TIMBER 
TENDER 
D.P.W.»1177A 


•» 


PROP.  RECONSTRUCTED   PIER    ^    PLAN 


t  THE  PROJECT  STE  CONSISTS  OF  RLLED   AND  n-OJ«€D 
iSiMONWEALTH  T1DELANDS  OF  THE  ^JAR^S  RIVBR. 
ZTHE  DISTANCE  TO  NATURAL  LOW  WATW  SHOWN  ON    mrS 
PLAN  WAS  DERIVED  FROM  THE  ^XTTlDtt  LOW  WATER  1647 
UNE  AND  LOCATION  OF  THE  SPAULDtNC  REHABIUTAT10N 
HOSPITAL  aFsHOWN  ON  Pl>NS  RLED  WITH  UCENSE  ^952 
SHEET  5   OF  5,  AUTHORIZED  BY  DEP  'ON   APRIL  18    1989 
3  NUMBER   OF  PILES  SHOWN  iS  SCHEMATIC.  SEE  SHEET  NO.  6 
FOR  EXACT  NUMBER  AND  LXAT10NS   OF  EXISTING  PILES. 
♦.THE  SEAWAOi  BORDERING   ?HE  CHARIES  WVBR  M^:S  THE 
LAND^D^GE  OF  FLOOO  ZONE  All.  ELEVATION   +.5 
THE  BUuilHG  ADDITION   V«U.  BE  LOCATED  V«THIN   ZO^E  C 
RRM  FLOOD  INSURANCE  RATE  MAP.   QTY  OF  BOSTON. 
MA.-  SUFFOLK  COUNTY.  COMMUNITY  PANEL 
NO.   2502B60004C.  DATE  4\1\82 


1"=100* 
50        100^ 


200 
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REHABILITATION  HOSPITAL 
EXISTING  CONDITIONS 
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Digitized  by  the  Internet  Archive 

in  2011  with  funding  from 

Boston  Public  Library 


http://www.archive.org/details/spauldingrehabil1989hnnma 


PARAPET  EL   126.3' 


ROOF  EL   115.15* 


9th   FLOOR   EL    105.09' 


8th   FLOOR   EL   95.02' 


7th   FLOOR  EL   84.96' 


6th   FLOOR  EL    74.90' 
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5th   F^COR  EL   64.84' 


4th   FLOOR   EL   54.78' 


3rd   FLOOR   EL    44.71* 


2nd   FLOOR  EL    34.65' 


1st  FLR.   E 


CRD.   FLR. 
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EL   16.9' 


GREENHOUSE  (TYP.) 

•TERRACE  (TYP.) 
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VEHICLE   ACCESS  UNDER   EAST  WING 


BUILDING   SECTiON 
SECTION    H-H 
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SPAULDING 

REHABILITATION   HOSPITAL 

BUILDING  SECTION 
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EXIST.  BLDG.   WALL 


EXIST.  BLDG.  WALL 


EXIST.   CHAIN 
UNK  FENCE 


SECTION   E-E 

SCAl£:    1/4"  =   1'-0' 


EXIST.   CHAIN 
UNK  FENCE 


BRICK  PAVERS 

PEDESTRIAN 

WALKWAY 


SECTION!  F-F 
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EXIST.   CHAIN 
UNK  FENCE 


PLANTING  BED 


WOOD  FENCE 


BRICK  PAVERS 
PEDES  IRIAN 
WALKWAY 


EXISTING 
PARKING  AREA 


SECTION    G-G 
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SPAULDING 

REHABIUTATION  HOSPITAL 

TYPICAL  SECTIONS 
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EXISTING  TIMBER  PILES 

f  EXISTING  PILES  MAYJ^CUT 
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SECTION  D-D 
scale:  1/8^-r-O" 


MUDLINE 


datum: 

NATIONAL  GEODETIC 
VERTICAL  DATUM 
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